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3.125 (a) 

FACILniES, GENERAL 

The indoor and outdMr lmisir»Q Facilities stiall be strudurally sound and shall ce fnaintained in good repair to protect 
the animal^ from injury and IQ cgntain lha animals. 

‘**Thefe are 2 areas m the joo that require afleniion: 

1. There is a chain link fence in the bison enclosure lhal sepaiales the night shelter from Ihe rest of ihe enclosure. 
The fencing at the bollom is curled signilicanily inAiairdi and upward lowart) iFie side where the bison spend ihe day. 

2. Thera is a hooiatack sFiallar in a paddock where Ihe male gireife spend the day. The Ipp cross b$ein at Ihe 
front of the roof has been chewed and damaged such that the rafter edges are exposed, In part, at least, because the 
girelFes are pushing and leaning against fhe rgpf. 

In both cases, it is possible for Ihe animals lo injure themselves These areas must be repaired or replaced to prevent 
any pijssibility pf injury. Correct by April 30, 2013. 

This was a focused inspection. 

An exil interview was conducted with the owner. 
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